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Pro Series 8002 power amplifiers 



1. Display 

2. Display interface with PFC storage 

3. Input board 

4. Preamp page 1 

5. Preamp page 2 

6. PFC power board 

7. PFC control circuit 

8. Resonant converter control circuit 

9. Suppression filter 

10. Output module 
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